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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 202088 
62 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018R 

DRAFTED BY COM/OIM/BIC/JBLOW/CMM 
APPROVED BY EB/OCA/CM/JREILLT 
COM/OIM/OPP/WFAUSEL 
COM/OIM/MRD/NB AS SETT 
COM/OIM/RFOGLESONG/AD/EM 
ARA/ECP/DLACEY (INFO) 

ARA/BR/TSHUGART (INFO) 

123480 

P 132219Z AUG 76 
FM SECSTATE WASHDC 
TO AMCONSUL SAO PAULO PRIORITY 
INFO AMEMBASSY BRASILIA PRIORITY 
AMCONSUL RIO DE JANEIRO 

UNCLAS STATE 202088 

E.O. 11652: N/A 

TAGS: BEXP, BR 

SUBJECT: UPDATING OF MARKETING RESEARCH-INDUSTRIAL PROCESS 
CONTROLS 

REF: SAO PAULO 1858, STATE 191751 

1 . GLOBAL MARKET RESEARCH WAS AIRMAILED ON 5 AUGUST. 

SECOND COPY AIRMAILED TO AMCONSUL 12 AUGUST 1976 ATTN. 

DIRCK TELLER. 

2. POST ASSUMPTIONS CONCERNING THE TARIFF HEADING NUMBERS 
NOTED IN 3.C AND 3.D SAO PAULO 1858, ARE CORRECT. THERE 
WERE TYPOGRAPHICAL ERRORS IN STATE 191751; THE NUMBER FOR 
IMMERSION TYPE THERMOSTATS SHOULD HAVE BEEN 90.24.04.01 IN 
STATE 191751. 

3. THE OTHER NINE CATEGORIES REPORTED ARE BY MARKAD AND NOT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 202088 

GIVEN IN STATE 191751, APPEAR TO BE ONLY MARGINALLY OR PART 
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LY RELATED TO INDUSTRIAL PROCESS CONTROL (IPC). IF. HOWEV- 
ER, LOCAL TRADE SOURCES RELIEVE IPC INSTRUMENTS ARE BEING 
IMPORTED AND CLASSIFIED UNDER THE CATEGORY NUMBERS, PLEASE 
REPORT THIS DATA IN A SEPARATE TABLE FROM THE TEN CATEGO IES 
LISTED IN STATE 191751. THE OTHER NINE CATEGORIES WERE: 

90.23.10.01 RECORDING HYDROMETERS, THERMOMETERS, PYRO- 
METERS; 90.25.05.11 PHOTO-ELASTICIMETERS (DOUBTFUL); 90.28. 

05.00 ELECTRICAL THERMOMETERS; 90.28.08.00 P4 METERS; 

90.28.99.00 OTHER ELECTRICAL MEASURING, CHECKING INSTRU- 
MENTS; 90.29.01.01 PARTS FOR THERMOMETERS; 90.29.02.01 
PARTS FOR IMMERSION THERMOSTATS; 90.29.045.04 PARTS 

FOR THERMOMETERS; 90.29.05.99 PARTS FOR OTHER ELECTRICAL 
MEASURING, CHECKING INSTRUMENTS. 

4. CONCERNING CATEGORY 84.61.06.00 VALVES OF IRON OR STEEL 
FOR PIPES. BOILERS, TANKS, VATS, ETC., INCLUDING PRESSURE 
REDUCING AND THERMOSTATICALLY CONTROLLED VALVES, WE 
THINK A PORTION OF THIS CATEGORY WOULD BE FOR IPC PURPOSES, 
AND THIS CAN BE REPORTED AS A SEPARATE TABLE. 

5. THE TABLE OF THE TEN PRIMARY IPC CATEGORIES SHOULD BE 
AS GIVEN IN STATE 191751 WITH THE THREE TYPOGRAPHICAL 
ERRORS CORRECTED AS NOTED ABOVE. ROBINSON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE202088 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OIM/BIC/JBLOW/CMM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76031 2-0845 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760854/aaaabuts.tel 

Line Count: 85 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 SAO PAULO 1858, 76 STATE 191751 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <18 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UPDATING OF MARKETING RESEARCH-INDUSTRIAL PROCESS CONTROLS 
TAGS: BEXP, BR 
To: SAO PAULO 
Type: TE 
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